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11 . 


I- JGO) Met with Chairman Lucien N. Nedzi (D. , Mich. ), 


Special Subcommittee on Intelligence, House Armed Services Committee, and 
gave him copies of the Director's prepared text of the "Address to the Fund 
for Peace Conference on CIA and Covert Actions, " to be presented on 
13 September, a summary extract, and a copy of the outline of activities for 
the National Security Project, Fund for Peace. With regard to press reports 
of Senator Frank Church's (D. , Idaho) desire to review the Intelligence 
Subcommittee transcript. Chairman Nedzi indicated that he would be hesitant 
to authorize such a release. I reviewed with Nedzi the decision of the 
arbitrator on Air American/SAT, the status of Air America/lCCS account, 
and the 30 August 1974 Renegotiation Board letter of exemption to Air America, 
and gave him copy #1464, Volume 18, No. 2, "Studies in Intelligence, " which 
contains a paper by Chairman Nedzi. Chairman Nedzi noted in passing that 
he has received a letter charging that | | together with the Chief of 

the Army and the Chief of Staff, are on the CIA payroll. | ~| ha^i^y/|^ 

been advised. 


12. - PLC) Met with Paul Summitt, General 

Counsel, Senate Judiciary Subcommittee on Criminal Laws and Procedures, 
to discuss the Agency's position concerning court review of Agency classified 
information, and left with him a position paper on the subject. Summitt had a 
clear understanding of our position. He gave me a copy of and discussed the 
latpst version of Section 1124, Disclosing Classified Information , in the 
t^qpdifi cation of the criminal laws, S. 1400, now before the Subcommittee 
(see memorandum to OGC). Summitt^alerted me to hearings scheduled by 
his Subcommittee for 1 and 2 October on S. 2820, which establishes procedures 
for wiretapping by the U. S. Government. The hearings were scheduled to 
satisfy Senator Gaylord Nelson (D. , Wis. ), who threatened otherwise to 
'^x^ntroduce a floor amendment to the State/ Justice Appropriations bill to require 
a warrant in all wiretapping. The Director, FBI, and the Attorney General 
will be testifying. Summitt said the Agency would not have to appear but he 
wanted to be sure we follow the hearings closely to protect our interests. 


13. 


J- LLM) Accompanied the Director to a meeting 


with the CIA Subcommittee of Senate Armed Services regarding Chile. 
See Memo for Record. 
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14. 

provided Ed 


l_ _j " LLM > In response to his request of 9 September, 

.tJauser, Joint Committee on Atomic Energy staff/ with the name 

£ 1 i Ci A n p a p ^ -C _ a. • t-s ^ 


of . -^aei-gy scan, witn tne na 

Banner w T * u P ° int ° f C ° ntact in DOD concerning carbon fibers. 

Bauser thanked me for the information. 


and told him we 


, 15 ‘ |“ LLM) Called , , and toid h - 

CommWe 0 . tot Tt h Pa ‘ Ho1 *' Staff. Senate Foreign Reiations 

ommittee, to get his views on whether we should approach members of 

Congress who have visited China and would let him know the outcome. 


16 . 


House Arm^rTo • LLM) Called Prank Slatinshek, Chief Counsel, 

House Armed Services Committee, and told him that Representative Michael 

ring on was to hold a press conference today at 11:00 or 11-30 to disclose 

* reSPOnSe t0 "***”* SlatiLhek saTd 
no l ^ f ™ and Mr - Nedzi are "sufficiently agitated" and there is 

no need for the Director to take the initiative in contacting them. 


17 


tt 1 1 PPM) Called Marian Czarnecki Chief of cifn ff 

ca^ u ; e i as r:r k A dt/?rn mittee - referring to 

revelations and /n view o/^he 1 ^^tha^ a L“ a i^a a /rt 0 t r de“ ‘ t £ t *" H *"‘**** 

Cz e a r 6ak l W f it R in |, that Corrimitteo a “ d th e House Armed Servlets c/m^tt//^ 

“ thiS — e no useful purpose/™/ 


/ L— PPM) Sailed Ro bert.Huli. State Deoartmenf- on 

o/e°I///r S p 0 a y m/nt r t°o V / e F “ " th lLS!lAutWiiiHonbin which would provide a 
.nceS^d, //rf Bervioe employee^KnThe is abroad in the perfor: 
a . T* HuP said this benefit had been suggested by the Foreign Serving 

Association and when it came up for cons ide ratio! before!he Senate foreign 

could a!%etTt m cWr , d S tT e ^ the benefit but they 

S3? — 
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